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Region 1 
John Bellucci CM, Dir. 


DIRIGO 

Portland (97) 

CFCs 

Tom Carpenter 
National Refrigerants 


WESTERN MA 
Springfield, MA (24) 
Humidifiers 

Dennis Gregson 
Norman Associates 


PROVIDENCE 
Providence, RI (28) 
Ice machines 

Dick Dinone 

Jason Distributors 


PROVIDENCE 
Providence, RI (25) 
Dept. of Labor update 
Ted Whittaker 

State of RI 


GREEN MOUNTAIN 
Burlington, VT (15) 
Balancing valves 
Morgan Leonard 
Tour & Andersson 


GREEN MOUNTAIN 
Burlington, VT (22) 

Electric controls 

Kevin Mayer 

Control Technologies 

3 chapters reported business 
meetings. 


Region 2 
John McFarlane CM, Dir. 


CENTRAL NY 

Syracuse, NY (33) 

NY State engineering codes 
Jeff Merrill, Chuck Stuber 
NY State Engineering Office 


METRO NY 

New York, NY (61) 
Piping systems 
Douglas Ewen 

D & E Associates 


NIAGARA FRONTIER 
Buffalo, NY (32) 
Compressors 

Steve Setless 

Carlyle 


CENTRAL PA 
Harrisburg, PA (33) 
System diagnosis 
Harold Myers 
Myers Assoc. 


FORT NECESSITY 
Uniontown, PA (6) 
Instruments 

Charles Hauer CM 
Education Chairperson 


READING 

Reading, PA (48) 

Head pressure problems 
Ed Schneider 

Johnson Controls 





WEST BRANCH 
Williamsport, PA 
Pilot ignition systems 
Joe Klepacz 
Robertshaw 


NE PA 

Scranton, PA (58) 
CFCs 

Wendy Moerder 
DuPont 


NE PA 

Scranton, PA (16) 

Split systems 

Stephen Stroh, Al Bylar 
Stroh Assoc. 

8 chapters reported business 
meetings. 


Region 3 
William Godfrey CM, Dir. 


CHESAPEAKE 
Baltimore, MD (24) 
Drive systems 
Chris Wiberg 
Baltimore Belting 


CHESAPEAKE 

Baltimore, MD (21) 

Ice cream equipment & controls 
Fred Chester 

Giant Foods 


CHESAPEAKE 

Baltimore, MD (47) 

Water treatment 

Terrance Bartley, David Boyle 
Waterchem Co. 


CAMDEN COUNTY 
Barrington, NJ (48) 
Service tools 
Jeffrey Joss CM 

A. A. Duckett 


DELAWARE VALLEY 
Philadelphia, PA (197) 
Compressor failures 

Glenn Hannegan 

Copeland 

3 chapters reported business 
meetings 


Region 4 
Wilton Harris CM, Dir. 


PENINSULA 

Newport News, VA (15) 
HCFC-22 

Dan Meador 

Larkin Coils 


FOOTHILLS 
Spindale, NC (16) 
Electric motors 
Thom Baxter 
Magnatec 


PEE DEE 

Myrtle Beach, SC (19) 
CFCs and compressors 
Copeland 


TRIAD 

Greensboro, NC (24) 
Refrigerants 

Terry Ellis 

Energy Components Group 








WINSTON SALEM 
Winston Salem, NC (15) 
Air purification 

Bob Morrow, Bill Morrow 
Aqua Mist 


WINSTON SALEM 
Winston Salem, NC (11) 
Overcurrent protection 
Darrell Johnson 
Heritage Elect. Sales 


BATTLEFIELD 
Fredericksburg (9) 
Controls 

John Hess 
Johnson Controls 


BATTLEFIELD 
Fredericksburg (10) 

Torch safety 

Bob McDougle 

Arcet Equipment 

7 chapters reported business 
meetings. 


Region 5 
Merle Lippert CM, Dir. 


GULF 

Ft. Walton Beach, FL (34) 
Heat pumps 

Joe Harris 

Education chairperson 


CENTRAL FL 

Orlando, FL (18) 
Temp/humidity controllers 
John Dean 

Honeywell 


SW FL 

Ft. Myers, FL (14) 
Safety 

Beth Stuart 
Registered nurse 


SUNSHINE CITY 

St. Petersburg, FL (18) 
Air filters, t-stats, tools 
David Kaufman 

David Kaufman & Assoc. 


ATLANTA 

Atlanta, GA (46) 
Compressors, plant tour 
Steve Lembo, Joe Linzmaier 
Maneurop 


ATLANTA 

Atlanta, GA (25) 
CFCs, single phase 
troubleshooting 
John Young 
Copeland 


ATLANTA 

Atlanta, GA (19) 

Tube analysis 

Ray Joseph, Mike Freexe 
Tube Analysis Inc. 


ATLANTA 

Atlanta, GA (29) 
Balanced port TEVs 
Ernie Thayer 

Alco 


ATLANTA 
Atlanta, GA (19) 
Oil fired burners 
Mike Chapman 
Aircond Inc. 





ATLANTA 

Atlanta, GA (19) 

2-stage HCFC-22 systems 
Tim Willingham 
Hussmann 


FIVE FLAGS 

Pensacola, FL (20) 

State laws 

Shorty White 

Escambia County Inspection 
Dept. 

6 chapters reported business 
meetings 


Region 6 
Joe Zeiner CM, Dir. 


CENTRAL KY 
Lexington, KY (31) 

Oil fuel installation 
Daniel Leininger 
Lexington Service Corp. 


INDIANAPOLIS 
Indianapolis, IN (100) 
Tour 

White Industries 


NORTHERN IN 
Gary, IN (15) 
Balanced port valves 
Justin Enlow 

Alco 


NORTHERN IN 

Gary, IN (18) 

‘Good cents’ program 
Gary Naillieux 

G.W. Berkheimer 


CLEVELAND 
Cleveland, OH (40) 
Proper venting 

B. F. Stubbert 
American Ducting Inc. 


GREATER CINCINNATI 
Cincinnati, OH (36) 
Gas safety 

Eric French, Bill Cobb 
Cinti Gas and Electric 


YOUNGSTOWN 
Youngstown, OH (23) 
Gas furnaces 

Dan Cole 

East OH Gas Co. 


KANAWHA VALLEY 
Charleston, WV (15) 
Service tips 

Video 


HARRY W. DRAKE 
Terre Haute, IN (14) 
3 R's 

Howie Podbin 
White Industries 


HARRY W. DRAKE 

Terre Haute, IN (9) 

Balanced port valves 

Bill Hitler 

Sporlan 

8 chapters reported business 
meetings 
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